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8te3R, 2011 

^FT.3iT. 2050(3?).—3TT^F ^Rf %£R31R 
WrkPTTJ fcifnic f*PT4iT 4TFjf?PT R4>4 IfTSRT, 
25/1, its, W?K-560025 3 t, A ^R3TTC 

fdfilfe 3 WF, 3 

‘'jfePT T&H TRT 3TcR-TF?q tlMfld 400 ^/*ft 

431^ BlfR T^T^T^TR ^ (W5 RSfePT) tel^ ^ %TT 
f^cT 3Tfafw?, 2003 W 164 ^ 3TcPfa ST^ijfcT ^ 
3TT^T %^11 t 

*MKd *K4>R, Hdld4 11/2/2010 

■qt^ft ^ -gRT 8-11-2010 ^ TJ=Rf ^fl?ds 

fdfcts fafwngit ^ mi^kRts 

cT4T ^hIma 400 ‘St/Rft q«0s <yil^ ^3TR ip 
(^3fT§ ^sf^PI) 3i)q<^s df$*l «f) Rls^ ^ fd^ fa^d 
srfafkPT, 2003 W 68 ^ 3Rpfcf 4 #QR3TR 
■QTRT felines H^ll Rti^ll *U I 

sk 3lT^r ^ I^T ^Wptr, 2003 ^ W 
164 S SRPfcT 3 wft Tlf^rqf ^ KR RR 4*T 
toT t Wl TR^R SRI WiftcT 3T*T<n Sgtf^IcT ^ 3T*T4T 
3TW ^ idlyl 1 * ^ 

kfcjnTT en^f ’cT a TT eFTT^ ^ #1 ^f, 'Hivilq 
^HtUFF 3rf*#rW 1885 ^ 31%% idling yifa+i u l ^ RRT 

t i S afd^i ri^t wi Pinfafara Traf, ikf sk 

WIT 3 m 3TRT-RTR ^ cT*TT ^ : 

RFRT : eStOwTS 
f^lell : <.N3< 

Tmm :f^T 

Tjf^ ; vrzm, TIR^T, ^ ™§teT, ■RfacTO, WRt, 
WqPlO, ehlii, l*t>qi ! 

3386 G1/2011 


tl?R^T : TOtRT 

: R|3PTM, -TOT, ^TT, 4)1 WK1, ^t, 

■^Rf, ^FEP^T, W*r<iil, ■grf, "gn#, ft^M, %?[T I 

t^RlT : 

:^T 

Tfm : RT4T, RRT VRI, fRRte, ^RRl, R^Rf, RfZRT 

I . H 

: WIT 

^ : -nter, (sIHdKli, JilTePlO, W, Rf^TT 

vz, #ffw, ■'fcgsT, rM, 

T T«rftm f «U-iUi, 4))R4i, i 

3R, tnq^i'fl'i4‘t) lqqr< ^ ^qit^ RRcT 
mm, H4i<rR 3TpTfwr, 2003 w 164 ^ 
m*k, •3RR-TF3#IT f^5T R^FT ^ t^, SRRMRt RT^FT 
di^T 4^1 ^4d ^RqrlRsId RTWI^RT ^ fci>< f^iMRiRaa ?Tdf 
T^f pRVRf ^ 3T#T, RR4JR IRT WTftcf R1 ^-t^T RT W 
U4tr T*nPm rt ^r-tisT f^nr; ^ tcTtnrrr ^ ^ 

MtTR) ^Trflf 3k Rte trPTtf ^ rv wRt idling 
srRrRm, 1885 ^ sfcpftr Mnw miRt+fi vif«w4i 

t, cRRRt VlRw4)' 4^ 3TT^4T KR 4RdT t, 3T«T^ :- 

(i) 3 i3h)vi 25 ^ ^ 1^TQ[ W v, inii 

(ii) 3o^^eh ^ Mtdifafl ^ ftRhn ^ -H’q'Rid 

yifqq>V J i! 3iqlq^^i-i!q fi«hiqi, )d^ <i^)q TFSPTPf, 

<mhi , 1 3nf^ ^»t wtsHfd UTRT 4>^.*H c) 4 !) ', 

(iii) 311^^ ^ mA 4°I, 3Tl T^T, <^dl 3TlP\ 

#f«T ^f 3TPkl ^ PtfditMT/^dl^' 4TT 
WT ^jHT #TT I 
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Civ) l^Taff 

fafnis A*i\d< fto*raf #irag*, 

^ Wq<fys ^pFT -a^R cP* ^pfc 400 ^cft 
cfi^ ^r^i ) 

^ tort ^7T wt l?if t^T ^T 

^r 25-9-2010 ^ *ircrT ^ wr* rt i^rf^r 

t^R?T M^ii? 1 

(v) 3nrt^ *hTn?t TRrt rt? ■g^r P^d ftfrsrer 

SEprtr cii^T 'sr^ieR i 

(vi) ^ 3 ^rt^=r tof?r arftrfrtqR, 2003 ^ uhnhT 

^«b sicpfa ^rrf ^ fwrtot 4F>1 srtsnsfi 
^t 3nrt^ sm ^MidH "to; ^rt ^ st#t f i 

. [mu n/n/ 2011 -iNt] 

"d|p3j<, Pi^l-=h 

MINISTRY OF POWER 
ORDER 

New Delhi, the 8th September, 2011 

S.O. 2050(E). —Whereas M/s. GMR Chattisgarh 
Energy Limited, the applicant with its Registered Office at 
Skip House, 25/1, Museum Road, Bangalore 560025, has 
applied for approval under Section 164 of the Electricity 
Act, 2003 for construction of dedicated 400 kV D/c line 
ACSR Moose (Quad bundling) from GMR Chattisgarh 
Energy Private Limited generator switchyard to PowerGrid 
Pooling Station at Raipur in Chattisgarh. 

And whereas Government of India, Ministry of Power 
vide letter No. 11/2/2010-PG, dated 8-11-2010 had granted 
to M/s. GMR Chattisgarh Energy Limited, approval under 
section 68 of the Electricity Act, 2003 for laying overhead 
transmission line for construction of dedicated 400 kV D/c 
line ACSR Moose (Quad bundling) from GMR Chattisgarh 
Energy Private Limited generator switchyard to PowerGrid 
Pooling Station at Raipur in Chattisgarh. 

And whereas the Applicant has now requested to 
confer upon him all the powers under Section 164 of the 
Electricity Act, 2003 which telegraph authority possess 
under the Indian Telegraph Act, 1885 with respect to the 
placing of telegraph lines and posts for the purposes of a 
telegraph established or maintained, by the Government or 
to be so established or maintained for the works. The 
transmission line covered under the scheme will pass 
through, over, around and between the following villages, 
towns and cities:— 

State : Chattisgarh 
District: Raipur 
Tehsil: Tilda 

Villages : Bhatapara, Raikhera, Murra Batkhera, Sontara, 
Khapri, Marhi, Janjgira, Kota, Keewa. 


[Part II—Sec. 3(ii)] ' 

Tehsil: Dharsiwa 

Villages : Mahuagaon, Malaud, Kurud, Raita, Kukera, 
Kapasada, Devri, Kurra, Bhaismunda, Pandarbhatta, 
Murra, Kumhu, Bhairbhori, Pirda. 

Distri; r : Durg 
Teh.'' -h-rla 

Villas ■ Dhaba, Naya Dhaba, Chandi, Silghot, Namara, 
Gadamor, GhatiyaKalan. 

Tehsil: Dhamda 

Villages: Gobda, Khamlarai, Gondgiri, Pahra, Ghatiya Khurd, 
Shivpuri, Khapri, Mudpar, Pand, Semariya, Pandmurdi, 
Kokdi, Hardi, Nandidni, Khundani, Pathariya, Medesara, 
Koriya, Hasada. 

Now, therefore, after careful consideration, 
Government of India, Ministry of Power, confers, under 
Section 164 of the Electricity Act, 2003, all the powers on 
the applicant which telegraph authority possesses under 
the Indian Telegraph Act, 1885 with respect to the placing 
of telegraph lines and posts for the purposes of a 
telegraph established or maintained, by the Government or 
to be so established or maintained subject to following 
terms and conditions for installing the above mentioned 
interstate transmission lines for inter-state transmission of 
electricity, namely:— 

(i) the approval is granted for 25 years; 

(ii) the Applicant shall have to seek the consent of 
the concerned authorities i.e. local bodies. 
Railways, National Highways, State Highways 
etc. before erection of proposed lines; 

(iii) the Applicant shall have to follow regulations / 
codes of the appropriate commission regarding 
transmission, O & M, open access etc; 

(iv) the Applicant has been entrusted with the 
responsibility for construction of dedicated 400 
kV D/c line ACSR Moose (Quad bundling) from 
GMR Chattisgarh Energy Private Limited 
generator switchyard to PowerGrid Pooling 
Station at Raipur in Chattisgarh. The details of 
the works are published in the Gazette of India 
of25-9-2010. 

(v) the Applicant shall operate the lines after 
approval of Chief Electrical Inspector of 
respective States; 

(vi) the approval is subject to compliance by the 
Applicant to the requirement of the provisions 
of The Electricity Act, 2003 and the rules made 
thereunder. 

[F. No. 11/11/2011-PGj 
A. A. TAZJR, Director 
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